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Wolf Miners’ Safety Lamps 

Burn naphtha. Such lamps are equipped option¬ 
ally with paraffin or metal spark igniters, round or 
flat-burner wick. Mag¬ 
netic locks add greatly to 
their safety. Lamps with 
key-lock can also be fur¬ 
nished for the use of 
officials. We especially 
recommend Wolf Metal 
Spark Pins to be used 
with the Wolf Metal 
Spark Igniters. These 
pins carry our guarantee. 

Wolf Lamps may be fur¬ 
nished either with flat- 
bonnet or corrugated 
shield, and will protect 
the lamp from any 
velocity of air current. 

We also have Acetylene 
Safety Lamps with paper 
friction igniters only. 

34,109 out of 43,355 
Safety Lamps in use in 
the Bituminous District 
of Pennsylvania are Wolf 
Safety Lamps, and the 
residue (9,246) are of six 
different makes. These 
are figures from the re¬ 
port of the Department 
of Mines of that State. 

The blazing truth of 
these figures is that the 
Wolf Lamp has the confidence of all careful oper¬ 
ators. Isn’t a com¬ 
pany with such ef¬ 
ficient service and 
a lamp that has so 
fully demonstrated 
its quality, worthy 
of your confidence? 

Wolf Acetylene 
Hand Lamps 

Used by mines 
that insist on great¬ 
er output. The Wolf 
Acetylene Hand 
Lamp by giving 
more light, i n - 
creases the produc¬ 
tion of the miner. 
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That’s why Ray Consolidated, Phelps, Dodge 
& Co., Miami Copper Co., Inspiration Con¬ 
solidated and hundreds of other leading 
mining companies use it. That’s why you 
should use it. Careful mining men have demanded 
this lamp until 1,000.000 are in use. Its steady 
light of 10 candle power resists air currents 
Strongly and simply constructed—one lever only 
for water and gas regulation. 

Wolf Acetylene Cap Lamps 

This lamp goes on about its business and your 
business without constant attention. Like the 
rest of our products, this type cannot be ex¬ 
celled in workmanship and gives the maximum re¬ 
sults expected. 


Wolf Electric Safety 
Lamps 

This type for miners 
is our latest specialty, 
on the development of 
which our experts 
have devoted many 
years. Electric Lamps 
are furnished for 
hand or cap in several 
different designs. 
Both Electric Hand 
and Cap Lamps are 
equipped with Key or 
Magnetic Lock. The 
latter absolutely pre¬ 
venting unlawful 
opening by the miner. 

We are equipped to 
furnish all accessories 
for lamps and can 
give complete expert 
information on your 
particular lamp prob¬ 
lem, if requested. 

Separate catalogue 
of each style of 
lamp. 
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